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Headquarters Fire Department 一 City of New York 
Nos. 157 AND 159 East Sixty-seventh Street, 
Office Board of Commissioners, 

New York, April 10, 1894. 

To the Hon, Thomas F. Gilroy, Mayor of New York •• 

Sir 一 We have the honor to submit herewith the report of the actions and condition of this 
Department during the year 1893, including the quarter ending December 31 of that year. 

The conditions and circumstances described in this report continue partly up to the time of its 
date. No great conflagration has visited the American metropolis in the past year ； a few notable 
fires have taken place and the number of fires generally has increased. Giving due credit to the 
zeal, discipline and good management of our uniformed force in extinguishing fires before they 
have taken dangerous dimensions, we have to be thankful that no fires have broken out in danger- 
ous places at times of violent storms, such as produce widespread calamities in spite of the skill 
and watchfulness of men. The possibilities of danger still exist in this city. An abundant supply 
of water for the extinguishing of fires is not everywhere provided. The number of hydrants is 
not sufficient in many places. The exigencies of commerce and industries have made use of many 
houses but slightly protected against dangerous casualties, and the immense height of those of our 
new buildings which are not exclusively used for offices but are filled with inflammable material, 
is a threat to their surroundings. No engines of the most improved construction can throw water 
to the height of these towers in the air. 

The fact that the number of fires in the large cities of the United States is much greater than 
in European cities of similar magnitude, and that, therefore, the latter, with the exception of 
London, are able to get along with much smaller fire departments than the former, is largely owing 
to the difference in the construction of buildings. But in at least one of the capitals of Europe, 
namely, in Berlin, not quite as large as New York, the number of fires has been greater than here, 
and the increase has been larger. In the year 1891 there were 4,700 fires in Berlin, 484 more than 
in the previous year. We had only 3,938 fires in that time, an increase of 459 on the year before. 
This increase is not considered extraordinary by the authorities of the German capital and is ex- 
plained by the growth of commerce and industries and the conditions thereby created. Some of 
the reasons for the increasing numbers ot fires in this city are well understood and will be noticed 
by studying the map showing their numbers in the various districts. One source of danger is the 
construction of buildings as dwellings for families with the so-called light and air shafts, which 
might properly be called fire-shafts ； another source of danger is the rapid development of modern 
technical industry, which is not always conducted with proper understanding and care. 




The work of the Fire Marshal has been quite heavy for the past year owing to the necessity 
for a searching investigation in a large number of fires, for the purpose of determining their cause, 
etc. As regards incendiarism there has been a decided decrease within the year, due to two 
principal causes 一 one being the greater care exercised by the insurance companies in the selection 
and placing of risks, a care that might well be increased and directed to the holding to a greater 
responsibility of brokers through whom the great mass of the smaller risks is secured ； the other 
Jbeing the activity displayed by the District Attorney's office in the prosecution to a successful issue 
of the cases of an^on presented by this Bureau, of which 14 were disposed of during the year 1892, 
resulting in sentences aggregating about 120 years. In 1892 there were 40 incendiary fires, while 
in 1893 there were but 18 that could be properly classed as such. Attention is called to the great 
number of fires originating from kerosene-oil lamps and stoves, of which a large number occur in 
^tenement houses in the absence of the occupants of the apartments, and while the latter are closed 
and locked. It would appear to be a prudent and necessary precaution against fires of this kind, 
involving great risk to life and property, and often a cloak for incendiarism which it is difficult to 
penetrate, to have that section of the Penal Code, providing for the punishment for a misdemeanor 
of persons who are " negligent in respect to fires," so amended as to include persons who leave 
any kerosene or other oil lamp or oil-stove burning in an apartment in a tenement house, during 
the absence of the occupant of the apartment, and while the latter is closed and locked up. It is 
suggested that such an amendment be advocated at the next session of the Legislature. 

The fires in this city during 1893 numbered 4,151， an increase of 140 over the number of fires 
in 1892, and ihe increase in loss, as estimated, was $931,610. Of the total estimated loss of the 
year 55.68 per cent, resulted from 19 fires, having losses ranging from $50,000 upward. The 
average loss per fire in the year was $1,443.64. Deducting the 19 fires referred to, the average 
loss per fire from the remaining 4, 132 was only $642.68. In 1888， and for a few years prior thereto, 
the proportion of fires occurring in that part of the City of New York lying north of Fifty-ninth 
street was about 20 per cent, of the whole number occurring in the city, while in 1893 the propor- 
tion has grown to 28 per cent., due to the change in character, and to the rapid increase in the 
business and tenement population within that area. 

The rapid extension of the city and the spreading of its population call annually for an 
increase of the number of men, houses, machinery and material of this Department. An increase 
of expenditures in proportion to this extension is unavoidable, but care should be taken against 
any undue increase in the cost of its maintenance. 

Since our last annual report was prepared, changes have been made in the laws governing 
this Department. 

Heretofore members of the uniformed force could be retired from service and placed on the 
pension list only when, upon examination by the Medical Officers of the Department, they were 
found to be disqualified physically or mentally for the performance of their duties. But by a 
recent act of the Legislature, chapter 73, Laws of 1894, it has been provided that any officer or 
member of the uniformed force, who has or shall have performed duty therein for a period of 
twenty years or more, shall, upon his own application, be retired from service and awarded a 
pension from the relief fund of not less than one-half of the full salary paid him before such 
retirement. This act has hot yet been in operation long enough to demonstrate the extent to 
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which the members of the force will avail themselves of its privileges, but the records of the 
Department show that there are not less than 250 officers and men now eligible to retirement 
under its provisions. Should these. generally elect to retire from service, the drafts made to meet 
their pensions would soon exhaust the relief fund. It is not supposed that under ordinary circum- 
stances this law will have such, result, but it might tend to injure the discipline of a body of men 
often forced to face personal danger. Any one of the 250 may confront us at any trial for breach 
of discipline with a demand to be retired on a comfortable pension. It may also interfere with 
the promotions of men nearing or beyond that time of service. 

Another act passed by the Legislature at its present session affecting the Department, is 
chapter 76 of the Laws of 1894. This act provides for the issuing of bonds by the City to an 
amount not exceeding $150,000 annually, the proceeds to be used for the purchase of sites as, and 
the erection of, new buildings for the use of this Department, and for placing the wires of its 
telegraph and alarm system underground. These expenses have been heretofore provided for in 
the annual appropriation for the support of the Department, but as the objects contemplated are 
in the nature of permanent improvements rather than operating expenses, it was thought that they 
should not be wholly charged upon and provided for out of current annual taxation. 

A third matter of legislation during the present session of the Legislature is the act which 
provides for condemnation proceedings for the acquiring of land for building sites for the use of 
this Department. Difficulty has sometimes been experienced in obtaining sites for buildings in 
desired locations, and it is hoped that this act will facilitate the work of the Department in future. 



„ J . Personnel. 
H eadquarters ~ 

Commissioners 3 

Secretary and Assistant Secretary 2 

Medical Officers 3 

Bookkeeper, Stenographer and Clerks 9 

Superintendent of Supplies • i 

Assistant Superintendent Repairs to Buildings. … i 

Janitor, Elevator Attendant, Watchman, Stokers and Drivers 8 

Scrub Women 2 

Bureau Chief of Department 一 
Active 一 Uniformed : 

Chief of Department and Deputies 3 

Chiefs of Battalion 12 

Foremen 81 

Assistant Foremen 103 

Engineers of Steamer 132 

First Grade 607 

Firemen-^ Second Grade 69 

Third Grade 51 、 

727 



29 



'058 
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Bureau Chief of Department ~~ 

Active 一 Ununiformed : 

Pilots, \ ( 4 

Engineers, >On fire-boats, •< 3 

Stokers, ) ' 10 

— 17 

Total active service 1,075 

Relieved from active service Uniformed : 

Deputy Chief of Department 直 

Chiefs of Battalion 4 

Foremen 13 

Assistant Foremen 6 

Engineers of Steamer 14 

Firemen 68 

Private I 

I07 



These officers and men, although nominally still members of the Department, render 
no service of any kind and receive no salary, but a pension. 



Aggregate active and relieved 1,182 

Bureau of Inspector of Combustibles 一 

Inspector of Combustibles i 

Clerk I 

Surveyors ： , 4 

Oil Collectors 5 

II 

Bureau of Fire Marshal 一 

Fire Marshal i 

Assistants to Fire Marshal 2 

Clerks 2 

' Stenographer and Typewriter i 

6 

Fire Alarm Telegraph 一 

Superintendent of Telegraph i 

Chief Operator i 

Operators 5 

Assistant Operators 4 

Clerk I 

Inspectors of Alarm Boxes. … 2 

Batteryman and Assistant Batteryman 2 

Foreman •. i 

Machinist i 

Machinist's Helper i 
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Attorney to the Department 

Repair Shops 一 

Superintendent of Repairs to Buildings 



Foreman i 

Shop Engineer i 

Machinists 24 

Machinists' Helper i 

Blacksmiths 7 

Blacksmiths' Helpers 3 

Wheel Wrights 6 

Wheelwrights* Helper i 

Harness Makers 2 

Harness Makers* Helper i 

Hose Repairers 2 

Hose Repairers* Helpers 2 

Painters 8 

Watchman i 

Drivers 5 

Janitor I 

Laborers 3 

Carpenter i 

71 

Hospital Stables ~ 

Foreman i 

Drivers 2 

Stablemen 6 

9 

Aggregate 1,32 & 
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Appropriations {including Transfers) and Expenditures, 



Title of Appropriation. 



For salaries ~ 

Headquarters 

Bureau Chief of Department 

" Inspector of Combustibles 

" Fire Marshal 

Bureau Fire-alarm Telegraph 

Attorney 

Repair Shops 

Hospital Stables 

Total salaries 

For Apparatus, Supplies, etc 

For Placing Fire-alarm Conductors Underground , 

For New Houses for Engine and Hook and Ladder \ 
Companies j 

For New Sites for Apparatus Houses , 

Total Apparatus, etc , 

Grand Total , 



Amount of 
Af propriations. 



Expenditures. 



»S5.io8 95 


*55ti88 95 


1.495.460 95 


1.495.153 99 


17,441 78 


17.441 78 


9,658 32 


9,658 32 


26,945 00 


26,926 16 


4>coo 00 


4,000 00 


67,000 00 


66,973 71 


7,438 so 


7,346 56 


#1,683,133 50 


11,689.689 47 


$388,860 00 


$388,860 00 


So.coo 00 


5o,oco 00 


70,000 00 


70,000 00 


35,000 00 


4.093 00 


$543,860 00 


$5"'953 00 


喜 2,326,993 5。 


$2,195,642 47 



Balance. 



《306 96 



18 84 

26 29 
91 94 

$444 03 



$30,907 00 



袁 30,907 



#31,351 03 



Of the expenditures, the following amounts were under contracts, awarded upon proposals 



advertised for as provided by law : 

Apparatus, supplies, etc. 一 

For Forage $39，o74 5。 

Fuel 37,108 00 

New fire engines 21,100 00 

Repairs to fire engines 3,700 00 

New hose 17,850 00 

New hose wagons 1,544 00 

New trucks 6,128 00 

Repairing trucks 1,250 00 

Repairs and alterations to buildings 31,610 00 

Repairs to fire-boats 5,824 00 

Altering street boxes 2,688 00 



Total 



$167,876 50 



1 1 

For placing fire-alarm telegraph electrical conductors under ground $45,789 02 

For new houses for engine and hook and ladder companies 40,730 00 

Total $86,519 02 

Grand total $254,395 52 

Amount of Bills and Pay-rolls Audited, 

Bills for 1 891 $6,881 75 

Bills for 1892 79,886 41 

Bills for 1893 375,393 24 

Total bills $462,161 40 

Pay-rolls for 1 893 1,682,689 47 

Total bills and pay-rolls $2,144,850 87 



BUREAU CHIEF OF DEPARTMENT. 

The fire extinguishing force comprises 58 engine companies and 22 hook and ladder com- 
panies, 9 of the former and i of the latter being what are known as double companies, consisting 
of a total of 20， officers and men, equipped with two sets of apparatus and formed into two sec- 
tions, one of which remains in quarters when the other responds to an alarm, for the purpose of 
covering the unprotected territory. 

The number of officers and men in single companies is I2 ; in companies having charge of 
water towers the number is 16. 

To each company is assigned a district within whose limits commanding officers are responsi- 
ble for violations of law, and for the condition of the alarm boxes, keys, cards in boxes, cards of 
instructions, etc. 

The companies are organized into 13 battalions, consisting of five to nine companies each, 
under the command of a Chief of Battalion. The First, Second, Third Fourth, Fifth and Sixth 
Battalions form the First District, and are commanded by a Deputy Chief of Department ； the 
remaining battalions compose the Second District, and are likewise commanded by a Deputy 
Chief. The entire force is commanded by the Chief of Department. 

The notable fires described herein are those which have necessitated the calling into service 
of an extraordinary number of companies by reason of the area covered by the fire ； those which 
have occurred in the upper parts of buildings of unusual height, thereby rendering more than ordi- 
narily difficult the work of extinguishing them, and those which have been attended by large 
pecuniary loss, or marked by some exceptional circumstance. 

On June i Engine Company No. 58 was organized, and located in a building erected for the 
purpose at No. 81 West One Hundred and Fifteenth street, its equipment comprising a steam engine 
and a hose wagon. This company performs duty in the part of the city between One Hundred and 
Fifth and One Hundred and Twenty-fifth streets, on the first alarm, a section which has developed 
rapidly within the past two or three years. 
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A building is in process of erection in One Hundred and Thirty -seventh street, near Seventh 
avenue, for which a company will be organized early in 1894, to cover the upper central portion 
of the city, which is also developing rapidly. This company will be located on a direct line with 
the Madison Avenue Bridge, and will include within its territorial limits many stations in the 
lower section of the Annexed District and on the south and west sides of the Harlem river as 
well. 

A revised Assignment Book, for the instruction and guidance of the force, has been prepared. 
The renewal of this book is rendered necessary at intervals of two or three years by reason of the 
changed character of the buildings in various localities, notably the substitution of large business 
buildings for former dwelling-houses. 

This book contains the code of alarm stations, together with a list of the companies and chief 
officers assigned to duty thereat, and the assignments to cover territory and of the companies and 
chief officers on reserve. It also contains lists of the fuel depots and of the companies designated 
to procure fuel at fires, of the numbers and locations of alarm boxes and the buildings connected 
with the Central Office by special signals, of the location of buildings equipped with the sprinkler- 
pipe system and arranged for connection with the Department apparatus, of the special calls and 
other signals, of the boundaries of the various company and battalion districts, of the locations of 
the various Department buildings, and, finally, of the rules prescribed for the government of the 
force in connection with responding to and returning from alarms, etc. 

Kind and Number of Apparatus, Number of Alarms each Company Responded to and 

Performed Duty at. 



Company. 



Engine i . 
" 2. 

" 3. 



6. 

8. 

9- 
10, 



Remarks. 



Water tower. 



ENGINES. 



Apparatus. 



TENDERS. 



AND 
ADDE 
TRUCKS. 



•JB ^-3Q p3nuoJJ£ s£ Jo .0^ 



5 4 3 3 8 593>JPJ1 

8 56 4 5 3 4 4 7 3 



's p9paod8.K ssslv P .ON 



1253353, Lr 

X 2 I z 13 2 



7 4 

z 



•sacotf 



•MdnJOH « 



2 Wheel 


(i Horse). 


4 Wheel 


(2 Horses). 



















f *Onebou 
I (luntwi 



)4 



Company. 



Engine 42 

43 

44 

45 

46 

47 

48 

49 

50 

51 

5a 

53 

54 

55 

56 

57 

58 

Hook aud Ladder 



6. 

8. 

9- 
10. 

zz . 

12. 

13' 
X4- 



ENGINES. 



Apparatus. 



TENDERS. 



AND 
LADDER 
TRUCKS. 



34 

IXO 

206 

14 

38 

89 

35 

68 
85 
13 

325 
160 

93 
179 

56 
271 
293 

«49 

309 
306 

398 
354 
190 

357 
176 

273 
360 

243 

260 



Remarks. 



Fire boat. 



Fire boat. 



Fire boat. 

( Organized June 



* Water tower. 



.M85.IOH m 



•nvnJOH m 



•sdsJOH " 



.{ioH N) 



•(iH I) 



3 



.(IPS Kasjoq s suosrt^ 



•01 pdpaods3.w i.srv- Jo.ol_{ 



6 



5 2 



8 



3 3 6 

12 8 



9 

I 



7 6 



2 

6 



7 8 3 4 7 3 4 6 8 o 8 3 7 3 5 1 o 2 3 

5 6 3 I I 6 4 4 7 a 7 3 1 8 2 4 9 5 2 

IIIIZIIZII1XZ9 



-1! 



Hook mnd L«dd*r i，- . . 



i *Oaeha 



Reguter of Offictri ef ti 


■e Umformtd Forte 


m AfUve Servitt en December 






OlienUL Apfoihtmint. 


PlOHOTiaK. 


Naub. 












CkUf ^ Dtfartrntut. 






Sept. i8, (86； 


1 AnutaDt ForemaD . 

1 Deputy Chief 

[ Auiatanl Foreman . 


May 91. 1S73 
J"- *. '883 


Dtf^ aufi ^ Dtfrimtnl. 






Sept. lUj 










Jan. 91, iMo 


Apr. 5: iSSi 


Oa^t ^ BattaBtm. 






ecl. i6, iB^ 


1 Chief of Battalion . , 
Depuly Chief of 

f Aniituc Foremu . 

J Fimnum 

1 Dislrkt Eavinccr-- 

ICbwforBauallon.. 


m 1 1 











d Radoud to Firsmu, April 、 



i Re-aiBgnadu ChieT of fiuDiliaiiJnlr ', 1SB7. 



i6 



Namb. 



8. Rowe, William. 
3. Fisher, John S. 



L. Bresnan, John J 



}. Lally, Thomas. 



6. McGill, Joseph F. 



7. Cashman, John J 



8. Short. Peter H 



9. Duane, William. • . • 

zo. Shea, Joseph 

xz. Ahearn, Thomas J. 

X2. Croker, Edward F. 



Foremen. 
I. Poynton, Joseph 

3. Spence, Arnot 



3. Donohue, Patrick - . 

4. Best, Samuel 

5. Shaw, William 

6. McCormick, Jas. A 

1. Castles, John 

8. McLaughlin, Win . . 

9. Erb, George W …. 
zo. Hayes, William F . 



Original Appointment. 



V 
< 



«4 
34 



22 



23 



33 



23 



26 



38 
29 

36 

s6 
3， 

27 
«7 

29 
97 



Grade. 



Foreman 
Fireman. 



Fireman. 



Fireman. 



Fireman. 



Fireman. 



Fireman . 



Fireman . 
Foreman 
Fireman. 



Private . 

Foreman 
Foreman 

Fireman . 
Fireman. 



Assistant Foreman 
Fireman 



Fireman . 
Fireman. 
Fireman. 



Fireman. 
\ Fireman . . • 



Date. 



Oct. 


so, 




Jan. 


9* 


x868 


Oct. 


ao, 


1865 


Aug. 15, 


187c 


Mar. 31, 


7866 


Oct. 


:7' 


1866 


May 




X875 


Aug. 


8, 


1868 


May 


ao. 


X884 


May 


9' 


1873 


June 


aa, 


1884 


Sept. 


8, 


1865 


Oct. 


20, 


1865 


Sept. 87, 


1865 


Jane 


"， 


x866 


Oct. 


a. 


1865 


Oct. 


6, 


1865 


July 


27. 


z866 


May 




z868 


Oct. 


XX, 


1865 


July 


31, 


1865 


Apr. 




1866 



Promotion. 



Grades. 



Chief of Battalion . . 

Assistant Foreman . 

！ J'oreman 

Chief of Battalion.. 

' Assistant Engineer 

of Steamer 

Assistant Foreman . 

Foreman 

Chief of Battalion . . 

■ Assistant Foreman . 

I Foreman 

Chief of Battalion.. 

Assistant Foreman . 

Foreman 

Chief of Battalion.. 

Assistant Foreman . 

Foreman 

Chief oi Battalion.. 

Assistant Foreman . 

Foreman 

Chief of Battalion.. 

c Foreman 

Chief of Battalion.. 

Assistant Foreman. 

I Foreman 

Chief of Battalion . . 



Chief of Battalion.. 

Assistant Foreman. 

Foreman 

Chief of Battalion . . 

Assistant Foreman . 

\ Foreman 

Chief of Battalion.. 



{Assistant Foreman • 
Foreman 



{Assistant Foreman • 
Foreman 



Foreman 



( Assistant Foreman . 
\ Foreman 



(Assistant Foreman. 
( Foreman 



( Assistant Foreman . 
( Foreman 



j Assistant Foreman . 
1 Foreman 



J Assistant Foreman . 
"1 Foreman , 



Dates. 



May 9x, 1873 

June X, z868 

iuly 15, 1869 
lay 31, 1873 



187Z 
,1871 

.1873 
, z88o 



Feb. 



Apr. 31, 1873 
Nov. I， x88x 
May I, 1884 

Apr. I. 1870 
Oct. 1, 1872 
Aug. 13, 1884 

Feb. z5, 1873 
Apr. 37' 1879 
Aug. 4, x88o 

June z, z88o 
Apr. 18, 1883 
Aug. 4, z886 
Tuly X. 18S7 
May 22, X889 

July 90, 1871 
Nov. X, z88t 
Jan. z, 1892 

Jan. a, 1893 

Apr. X, x88x 
Feb. ss, x886 
Jan. a, 1893 

Aug. 16, 1884 
Feb. 35, 1886 
Jan. 2， 



June I, x868 
Feb. z, X869 

Apr. 17, 1867 
Mar. I, 1869 

May I, Z869 

June 93, z868 
June 15, 1869 

Apr. z， 
July IS, 



une 
ar. 



[870 



Feb. z. X869 
July 25, 1870 



Oct. I, X869 
Oct. 15, 1870 



Re-assigned as Foreman, July i, 1887. 



d Resigned January 15, t£66. 



Namb. 



ti. Landers, Wm. H 

IS. Wolff, Charles A 

13. Meagher, Daniel J 

14. Vetter, Peter, Jr 

15. Cowie, John A 

z6. Jones, Henry M 

17. Ward, John 

x8. Connor, David 

19. Welsh, John 

so. Perley, Hamilton F 

31. Kittson, Hugh 

43. Van Horn, Thomas J 

33. Eagan, John J 

24. Fisher, Isaac 

35. Wray, Robert 

26. Bradley, Daniel 

97. Bermingham, William 

98. Farrell, Robert R 

ag. Shay, Charles H 

30. Perley, Charles H 

31. O'Brien, Edward 

e Resigned , May ai, 1873 
2 



Original Appointment. 



4i 

< 



41 



33 



23 



26 



Grade. 



Date. 



Fireman Sept. 29, 1865 



Fireman . 



Fireman . 



Fireman . 



as 



23 



21 



38 



a6 



as 



32 



33 



30 



34 



36 



2Z 



22 



93 



Assistant Foreman 
Assistant Foreman 



30 

26 Fireman 



Fireman . 



Fireman. 



j Ass,t Engineer ) 
J of Steamer. . ) 

Fireman 



Fireman. 



Fireman. 



t Engineer of) 
Steamer. ... f 

Ass't Engineer \ 
of Steamer. . , 



Fireman. 



Fireman. 



Fireman. 



f Ass't Engin,r 
of Steamer. . 

Ass't Engineer 
of Steamer. . 



Private. 



Private, 



Fireman ' 



Mar. ax, x866 
Oct. 6, 1865 

Oct. 27, 1865 

Sept. 14, 1865 
Sept. 27, 1865 

Sept. 25, 1865 
July 31, 1865 

Oct. II, X865 

Mar. 15, 1873 
Sept. 25. 1865 
May 6, 1871 

Sept. II, 1865 

Oct. I, Z869 
Nov. z, 1873 

Oct. 16, 1865 

Mar. I, x366 

Dec. 25, 1873 

Nov. X, 187Z 
Mar. 15， 1873 

Nov. 9z, 1877 

Jan. 17, 1879 
July X, 1869 



Promotion. 



Grades. 



{Assistant Foreman. 
Foreman 



f Assistant Foreman . 
[ Foreman 



{Assistant Foreman. 
Foreman 



{Assistant Foreman . 
Foreman 



Foreman 
Foreman 



Assistant Foreman. 
Foreman 



j Assistant Foreman . 
1 Foreman 



{Engineer ofSleamer 
Assistant Foreman . 
Foreman … 



{Assistant Foreman , 
Foreman … ， 



I Assistant Foreman. 
( Foreman 

f Assistant Foreman . 
\ Foreman 



( Assistant Foreman . 
I Foreman 



Engineer of Steamer 
\ Assistant Foreman . 
Foreman 



Assistant Engineer 

of Steamer 

Assistant Foreman. 
, Foreman 

{Assistant Foreman • 
Foreman 

( Assistant Foreman. 
\ Foreman 



Dates. 



Nov. 17, 
Dec. 34, 

Aug. I, 
July 1, 

Dec. 24, 
Nov. X. 

Tunc z, 
May I, 

Mar. z. 

Mar. I, 



if: 



an. 

！ ar. 



Not. ', 
June z6, 

Aug. 1, 
Feb. 15, 
June 10, 

Jan. 15, 
Aug. I, 



uly 
'ar. 



Jan. IS, 
Mar. I, 

Oct. X5, 
Aug. 30, 



1865 
1870 

1870 
1871 

1870 
187X 

1868 
187a 

1873 
1873 

1870 
1873 

1871 
1873 

x866 
1879 

1873 

X874 
1874 

1873 
1875 

1874 

1870 
187s 



I Assistant Foreman. 
\ Foreman 



Fireman 

Assistant Engineer 

of Steamer 

Engineer of Steamer 
Assistant Foreman. 
Foreman 



( Assistant Foreman. 

\ Foreman 



Assistant Foreman. 
Foreman 



July I, 1873 
Apr. X5, 1874 
Dec. 9, 1875 



June I, 187X 

Sept. I, 1874 

Mar. 13, 1877 

Mar. X, 1873 

Apr. 3, X878 

Oct. I, 1875 

Dec. 8, 1879 



Jan. Z5. 1874 
Feb. 1, 1880 

Apr. I, 1878 

Apr. 1, 1878 
Apr. 4, 1879 
Dec, zo, T879 
June X, 1880 

Feb. I, 1879 
Aug. 95, z88o 

Mar. z, 1873 
Sept. 17, 1880 



f Resigned, May 21, 1873. 



i8 



Name. 



32. Brown, William W. 

33. Byrrte, Joseph P 

34. Colby, William J... 

35. Shaw, Joseph 



36. McAdams, Henry W. 

37. Mumiy, Henry 



38. Gooderson, Frederick W.， 



39. McCutchen, James . 

40. Connolly, Patrick J , 

41. Cosgrove, James . . . . 



42. Falvey, John 

43. McDonald, Alexander. 

44. Binns, John 

45. Golden, John J 

46. Barry, James 

47. Sullivan, Thomas 

48. Kenny, Thomas A.... . 

49. Lawler, Daniel 

50. Callaghan, Daniel H , . . 



51. Cook, Martin. 



Original Appointment. 



be 



23 
28 

30 
28 

23 
24 

23 

31 
28 

21 

21 
28 

25 
30 

26 

29 
24 
26 



23 



Grade. 



Fireman. 
Fireman • 
Fireman. 



' £■ Engineer of J 



Steamer 
Ass,t Engineer ) 
of Steamer. . I 



Fireman . 



'h Fireman. 
Fireman . • • 



Private.. 

Fireman, 
Fireman , 



Private. 



； Fireman . 
( Fireman . 



-/Fireman, 
i Fireman. . 



Private . 





Dec. 


18, 


1874 




Jan. 


20, 


1874 




Feb. 


Z3, 


1876 


1 1 Dist. Engineer . 


Sept. 


6, 


1865 




Aug. 


23, 


1884 




Aug. 




1876 



Fireman. 
Fireman . 



Hoseman , 



Date. 



June 


14, 


x866 


Oct. 




1871 


July 


7. 


1875 


Oct. 


13' 


1865 


Feb. 




1874 



Sept. 18 

Oct. 13 
Dec. 17 

Oct. 13 

Sept. 18 
Jan. 15 

Jan. 

Mar. II 
July 18 

July 31 
June 13 



Mar. 



22 



May 
Mar. 



fan. I, 1870 



1874 

1865 
1874 

1879 

1865 
1873 
1878 

1871 
18,4 

1865 
1873 

1882 



187s 
1873 



g Resigned, October 16, 1871. / Dismissed, June 19, 2874. 

h Resigned, March 31, iS69. j Resigned, June 8, 1872. 

:m Reduced to Assistant Foreman, December 2, 



Promotion, 



Grades. 



{Assistant Foreman. 
Foreman 



{Assistant Foreman. 
Foreman 



j Assistant Foreman . 
( Foreman 



Dates. 



Dec. 
Apr. 

May 
July 

June 
Nov. 



Engineer of Steamer 
Assistant Foreman. 
Foreman 



Assistant Foreman. 
Foreman 



Mar. IS, 
Aug. 8, 
Dec. 31, 

Nov. I, 
May 23, 



' Assistant Foreman. 
Foreman 

• Assistant Engineer 

of Steamer 

Assistant Foreman. 
Foreman 



( Assistant Foreman . 
( Foreman 



( Assistant Foreman • 
( Foreman 

Assistant Engineer 

of Steamer 

Assistant Foreman . 
Foreman 

i Assistant Foreman • 

{Assistant Foreman . 
Foreman 



Oct. I, 
Jaii. 15, 



Apr. T, 
May 23, 
May 3, 

Mar. I, 
May 30, 

Nov. 16, 
May 20, 

Mar. 21, 

July I. 
June 6, 

Feb. 15, 
Nov. X, 
Aug. I， 



j Assistant Foreman. 
( Foreman 

j Assistant Foreman . 
j Foreman 

{Assistant Foreman . 
Foreman 



Jan. 7, 
Aug. 7, 

May 20, 
Aug 16, 

Feb. I, 
Aug. as. 



Assistant Foreman . May 20, 
Foreman Aug. 22, 



j Assistant Foreman . 
\ Foreman 

( Assistant Foreman . 
( Foreman 



Assistant Foreman . 
Foreman 



Assistant Engineer 

of Steamer _ 

Engineer of Steamer J 
Assistant Foreman ' 

m Foreman 

Foreman 



July 10, zeya 
Feb. X, 1885 

Aug. z6. 1884 
Feb. X, 1885 

July 10， 1879 
June 25, 1885 



uly 34, 187 1 
an. 13, 1874 
an. 15, 1874 
Mar. I， 1875 
Nov. 15, X885 



k Resigned, July i, 1875. 
/ Dropped, May 21, 1873. 

【875. 



3 I 

78 

8 8 



5 I 

78 

8 8 



6 I 

78 

8 8 



406 3 

7 78 

8 8 8 



I 3 

00 8 

00 8 



7 4 

78 

8 00 



& 8 8 

06 00 00 



^ 4 I 4 

vd 8 8 8 

8 8 



8 00 



8 8 8 



2 



I 4 

78 00 

8 8 8 



8 8 



】9 



Name. 



52. Cooney, John J 



53. White, John H 



54. Fraser, William D . 



55. McNamara, Michael J 



56. Nugent, James M 



57. O'Hearn. Thomas 



58. Siegmann, Louis L. 



59. McAvoy, Michael. 



60. Quirk, William, 



61. Farley, Thomas 



62. Gormley, Patrick. 



63. Moss, Joseph . 



64. Honan, John S 



65. Riordan, John. 



66. Ryan, Patrick F. 



67. Burke, Coleman J. 



68. Nash, .William H. 



6). Farrell, George F 



70. Conaghan, Patrick. 



71. Gaffney, Andrew. 



72. Norris, Richard J. 



Original Appointment. 




29 



30 



34 



25 



24 



29 



24 



25 



27 



25 



28 



38 



as 



21 



38 



Private . 



Fireman . 



Fireman. 



Fireman. 



Private. 



Fireman, 



Fireman . 



Fireman . 



Private. 



J n Fireman . 
I Fireman . . . 



Private 



Fireman . 



Private . 



23 



2Z 



25 



23 



27 



25 



Fireman. 



' o Engineer of ( 
Steamer -…, 

Ass,t Engineer } 
of Steamer. . j" 



Private. 



Fireman . 



Private. 



Fireman. 



Fireman. 



Private. 



Sept. T, 1882 

Jan. a, 1875 
July 3, 1872 
Apr. 21, 1873 
Jan. 4, 1884 
June 12, 1875 
Feb. 8, 187 1 
Dec. 1, 1865 

May 19, i88x 

May 13, 1868 
Sept. I, Z869 

May 15, 1884 

Dec. I, 1871 

May 8, 1883 

Sept. ao, z866 

Nov. X, 187X 
Sept. 6, 1874 



Fan. I, 1878 



Sept. 9, 1876 



Kfov. r, x88o 



Oct. 20, 1865 



Dec. I* 1873 



July Z5, 1879 



Promotion. 



Grades. 



f Assistant Engineer 

J of Steamer 

J Assistant Foreman . 
I, Foreman 

( Assistant Foreman . 
( Foreman 

{Assistant Foreman . 
Foreman 

J Assistant Foreman . 
} Foreman 

{Assistant Foreman . 
Foreman 

J Assistant Foreman . 
\ Foreman 

{Assistant Foreman . 
Foreman 

( Assistant Foreman . 
\ Foreman 

I Assistant Foreman . 
I Foreman 



Dates. 



June 6, 

July I, 
Nov. X5, 

Feb. I, 
Feb. 25, 

May ao, 
Dec. I, 

Aug. 27, 
Dec. I. 

July I. 
Jan. 15, 

July I' 

Feb. I, 

Jan. 15, 
Mar. I, 

Dec. 31, 
May 6, 

May 30, 
Sept. I, 



( Assistant Foreman. 
\ Foreman … 

{Assistant Foreman . 
Foreman 

( Assistant Foreman . 
( Foreman 

j Assistant Foreman. 
( Foreman 

{Assistant Foreman . 
Foreman 



Apr. zo, 
June X, 

July I. 
June 6, 

Nov. I， 
June 6. 

Nov. 1 5, 
Nov. 19, 

Nov. X, 
Nov. 19, 



( Engineer of Steamer 
■< Assistant Foreman . 
( Foreman 

' Assistant Engineer 

Engineer 

' Assistant Foreman. 
.Foreman 

'Assistant Engineer 

of Steamer 

- Engineer of Steamer 
Absistant Foreman. 
Foreman 

Assistant Foreman . 
Foreman 

Assistant Foreman . 
Foreman 

Assistant Foreman. 
Foreman 

Assistant Foreman . 
Foreman 



July 31, 
Nov. 15, 
Aug. 33, 



an. 17, 
an. z, 
Feb. I, 

Aug. 22, 



Ct. I, 

m. I, 
eb. I, 
me II, 

Feb. I, 
Juae II, 

Apr. 31, 
Nov. 15, 

May 30, 
Nov. 15, 

Feb. 1, 
Nov. 15, 



^55 36 u-6 46 57 3 7 4 7 a 7 48 

8 8 8 8 88 8d& 88 8 8 78 8 8 8 s 

8 8 8 008 8 8 88 8 8 88 8 8 8 8 00 s 



5 5 6 7 6671 7 X 3 I 4 X 7 1 

78 65 8 8 78 8 9 8 9 7,9' w ^ 99.5^ 

8 8 8 880006 8 8 8 8 8 00 88 8 00 8 00 



n Dismissed, August zo, 1869 



Resigned, November 3, 1873. 



22 



Name. 



46. O'Grady, Joseph 

•47. Reilly, Bernard J. . . 

48. McNamara, John J. 

49. Petersen, Adolph J . 

50. Tobin, Edward H.., 

51. Beshinger, Joseph. . . 
5i. Ban la, Samuel 

53. Delaney, James . . • . , 

54. Bums, John J 

55. Martin, Michael 

56. Miller, William 

57. Flaherty, James. . . • 

58. Taylor, Joseph W • 

59. Reilly, Michael F... 

60. Reilly, Henry P 

61. McCartney, James J 

63. Naughton, John J. .. 

63. Coyle, Thomas 

64. Mackey, Henry F. . 

65. O'Brien, Patrick, No 

66. Sloan, Peter 

67. McNicol, John A ... 

68. Slevin, Michael H.. 

69. Hern, John 

70. Reily, Lawrence, J .. 

71. Freel, Thomas F... 

72. Farley, John 

73. Cook, William J. . . . 

74. Horan, Patrick T ... 



Original Appointment. 



< 



27 

27 
36 

25 

23 

23 
28 

23 

21 
36 
28 

29 

25 

29 
21 

28 
23 



Grade. 



31 

26 
26 

27 
28 

•35 

28 
28 



Private . 

Fireman. 

Fireman. 

Fireman . 
Fireman . 
Private. 
Private. . 

Fireman. 

Private. . 
Fireman. 
Private.. 
Private. . 
Fireman. 
Private . . 
Private. • 
Fireman . 

Private. • 

Fireman. 

Fireman . 
Fireman • 
Fireman . 
Fireman • 
Fireman. 
Fireman. 
Fireman. 
Private. . 
Private. . 

Hoseman 

Private. . 



Date. 



Nov. 


24' 


1877 


May 




z87S 


Dec. 


7、 


1877 


Oct. 






May 




187s 


May 


xo. 


1880 


Jan. 


22, 


*** 


Aug. 




1869 






188? 

丄 w < 


July 




1873 


Apr. 




I88I 


Feb. 




z88a 


Jan. 




1873 


Jan. 




x88o 


Oct. 




z88x 


Aug. 




X884 


Dec. 




x88x 


Feb. 


16, 


1870 



Promotion. 



Grades. 



r Assistant Engineer 

J of Steamer 

C Assistant Foreman. 

Assistant Foreman . 

1 Assistant Engineer 
of Steamer 
Assistant Foreman . 

Assistant Foreman . 

Assistant Foreman • 

Assistant Foreman . 

Assistant Foreman. 

f Assistant Engineer 

！ of Steamer 

1 Engineer of Steamer 
L Assistant Foreman . 

Assistant Foreman . 

Assistant Foreman . 

Assistant Foreman . 

Assistant Foreman . 

Assistant Foreman. 

Assistant Foreman . 

Assistant Foreman. 

Assistant Foreman . 

Assistant Engineer 

of Steamer 

Engineer of Steamer 
Assistant Foreman. 

( Assistant Foreman • 

J Foreman 

I jrFireman 

[ Assistant Foreman . 



Oct. 


IS. 


1872 


Assistant Foreman . 


Nov. 




1872 


Assistant Foreman . 


Oct. 


26, 


1881 


Assistant Foreman . 


Dec. 


30, 


1886 


Assistant Foreman. 


Dec. 


20, 


1886 


Assistant Foreman . 


Sept. 


zz. 


1885 


Assistant Foreman . 


May 


zo, 


1871 


Assistant Foreman . 


July 


x8. 


1 881 


Assistant Foreman . 


Jan. 


19' 


1882 


Assistant Foreman. 


July 


3' 


1^72 


( Assistant Foreman. 


Oct. 


37. 


1880 


Assistant Foreman. 



Dates. 



Oct. ao, z88o 
Aug. 16, X884 


Aug. 21, 


X884 


Apr. II, 
July I. 


z88o 
1885 


July I. 


1885 


July I, 


1885 


July 


1885 


July I. 


1885 


Mar. 16, 
Nov. 16, 
Nov. 15, 


1871 
Z883 
'885 


Feb. X. 


x886 


Dec. I, 


z886 


Dec. X, 


z886 


Dec. z， 


x886 


Mar. X， 


1887 


Feb. I, 


1887 


Dec. 27, 


1887 


Dec. 37, 


1887 


fit 


1883 
1885 
i838 


Mar. I, 
May I, 
Jan. 19, 
June I, 


八 

'873 
X876 
z88o 
1889 


June X, 


1889 


June z, 


1889 


June I, 


1889 


June I, 


T889 


June z. 


1889 


Nov. 19, 


1889 


Nov. 19, 


1889 


Nov. 19, 


Z889 


Nov. 19, 


1889 


Mar. I, 
Aug. aa. 


1873 
Z890 


Aug. 22, 


1890 



•r Resigned as Foreman and assigned as Fireman. 



23 



Name. 



75. Smith, James J, No. z ..... 
.76. Fitzmaurice, Daniel P 

77. Burnes, Michael A 

78. Lunny, Hugh J 

79. Larkin, Thomas, No. a . . . . 

80. Livingston, John J 

8x. Rooney, John L 

82. Jerolamon, Norman L.... 

33. Nagel, Gustave G 

-84. Cunningham, William 

85. Connolly, Thomas F 

•36. Brogan, James C 

87. Brennan, Patrick J., No. 2 
SB. Callaghan. Richard W.... 

-89. Maher, Patrick, No. z 

90. Sherrick, Joseph 

91. Reilly, William 

•92. Devanney, John F 

93. Skelly, Thomas F 

94. Sheehan, Daniel J*. 

^5. Cox, William H 

96. Finn. James 

■97. Foley, Patrick 

98. Bresnan, Timothy J 

99. Ahearn, Timothy 

soo. McBriJe, Peter 

loi. Kelly, Bernard 

J 03. Clark, William C 

:03. Stone, Charles H 



Original Appointment. 





Grade. 


Date. 


36 




Apr. 


4, 】 


[88x 


22 




Feb. 


IS, 】 


[883 


22 




Mar. 


I, 】 


[883 


«4 




Aug. 


i» ， 


【883 


a6 




Apr. 


7' " 


.00 . 
[004 


27 




Aug. 


18, : 


[884 


24 




Nov. 


15, ， 


[872 


24 




Apr. 


3, 


【884 


oc 


Fireman 


Sept. 


4, 】 


1885 


08 
^0 


ITirAmskTi 


Sept. 


4' 


1885 


or 
^0 


Fireman . _ 


Aug. 


3, 


[876 


26 


Fireman ....... 


May 


X, 


1880 


37 
*/ 


Fireman 


Sept. 


A 




38 


Fireman 


Sept. 


4. 


1885 


a? 




June 




1886 


27 




Jan. 


30, 


X873 


26 




Nov. 


18. 


[880 


28 




Aug. 


x8. 


1884 


33 




Aug. 


36. 


[884 


27 




Jan. 


7» 


looO 


30 




June 


2, 


X869 


36 




Oct.' 


IS, 


1879 






Mch. 




1873 






July 




1873 


32 




Dec. 


19' 


1874 


20 




Oct. 


26, 


1881 


23 




Dec. 




1 881 


29 




Apr. 




1883 


23 




July 




1883 


23 




Aug. 


z8. 


1884 


22 




Sept. 




1885 



Promotion. 



Grades. 


Dates. 


Assistant Foreman. 


Aug. 


2a, 


Z890 


Assistant Foreman. 


Aug. 




1890 


Assistant Foreman. 


Aug. 


23, 


1890 


Assistant Foreman. 


Aug. 


23, 


1890 


Assistant Foreman. 


Aug. 


22, 


Z890 


Assistant Foreman. 


Aug. 


23, 


1890 


Assistant Foreman. 


June 


11, 


1891 




June 


XI, 


1891 


X* 3910 kail L 丄 \JX WAlACl&l • 


June 


11, 


189X 


A ttci sfofi t FVtrPtT) sin 


June 


II, 


Z89X 




Nov. 




1891 


A ssififsnf* ITorPmfin 

9mmm KmKmM V 1 W C 冨 lid 暴 1 • 


Nov. 


15, 


1891 




Nov. 


15, 


— 

ZO9X 


Assistant Foreman. 


Nov. 


15, 


1891 


( Engineer of Steamer 


Nov. 


92, 


1889 


( Assistant Foreman. 


Nov. 


15, 


1891 


Assistant Foreman . 


Nov. 


I' 


1892 


Assistant Foreman . 


Nov. 




1899 


Assistant Foreman. 


Nov. 


I' 


189a 


Assistant Foreman . 


Nov. 


I' 


1893 


Assistant Foreman . 


Nov. 


ll 


1893 


Assistant Foreman . 


Apr. 


I, 


1893 


Assistant Foreman • 


Jan. 




1893 


Assistant Foreman . 


Jan. 




1893 


Assistant Foreman. 


Janr. 


5. 


1893 


Assistant Foreman . 


Jan. 




1893 


Assistant Foreman. 


Jan. 




1893 


Assistant Foreman. 


Jan. 


5> 


1893 


Assistant Foreman. 


Jan. 




1893 




July 


2, 


z886 


1 Assistant Foreman. 


Jan; 


5. 


1893 



24 



1 865 
z866 
X867 
x868 
1869 
1870 
187X 
1872 

1873 
1874 

1875 
X876 

1877 

1878 

X879 



4X 
9 

7 
6 

10 

za 

9 

Z3 

3 
6 

3 
3 



9 



6 

6 
2 

3 



6 



8 



as 

Z2 



la 
6 
7 
X5 
37 
30 
z8 

3 
3 



75 
2 

17 
24 
z8 
ao 

27 
44 
4a 

37 
6 

z6 

3 
13 



x88o 

z88i 

1883...... 

1883 

1884 

1885 

1886 

1887 

z888 

1889 

1890, . .. . . 

1891 …… 
189a 

1893 

Total 



10 

8 

la 



9 



12 

a 

3 

12 

3 



13a 



13 
26 

40 

48 

5【 
20 

84 
23 
75 
10 

67 
46 
64 
42 



3^ 
3» 
Sr 

62 

75 
27 
43 

30 
80 
xz 

71 
50 

64 

55 



1,055 



Number and Character of Alarms and Manner of Receipt. 



Alarms. 


Manner of Receipt. 


From 
Department 
Street Alarm 
Boxes. 


Special 
Department 
Telegraph 

Signals. 


Verbally. 


Automatic 
Telegraph. 


Total. 




125 




3 




170 




156 








X85 




2,670 


15 


1.451 




4,151 




2.951 


30 


1.483 


23 


4,506 



305 Alarms were communicated by attaches of this Department. 
1,010 " " " Police " 

238 " " District key-holders. 

1,423 " " Citizen " 

1,530 " " all other means. 

4,506 "~ Total alarms, of which 4,151 were for fires, 86 were malicious alarms and 269 were for 
causes of various kinds, such as smoke and steam issuing from premises, reflections 
from stoves, etc. 



year of Entry into the Uniformed Force of Officers and Members in Active Service on 

December 31. 



Appointed in' 



呻 



Appointed in 一 



.IH 



I ^ 



•8* 



•MJSU 一 snw 
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Statistics of Fires, 



In buildings 

Confined to point of starting. 

Confined to building 

Extended to other buildings . 

In vessels 

In other places (woods, etc.) • 



Total. 



Extinguished 一 

Without engine stream 

With one engine stream 

With two or three engine streams 

With more than three engine streams. 



Total. 



Extent of damage to buildings and vessels 一 
Built mainly of brick, stone or iron : 

Slight 

Considerable 

Destroyed 

Built mainly of wood : 

Slight 

Considerable 

Destroyed 



Total buildings and vessels damaged. 
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2,778 
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92 
18 
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7 
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132 



63s 

71 
12 
930 



Occurrence of the most and least number of fires during the whole year : 

On Saturdays 512 

On Tuesdays 665 

From 4 to 7 A. M 205 

From G to 9 p. M 973, 

Nujnber of fires resulting in damage to contents only, buildings or vessels not damaged 684 

Number of fires resulting in nominal damages (less than $10) to either structures or contents 1,423. 



•J8A 



..Iaq§:>9a 



•J9quldA。.z 



..cq§o 



"8n3nv 



.X 一 nf 



.3un 



•XJrtnartf 



26 



Meritortous Services. 

The following rescues at fires, involving personal risk, were reported and recorded on the 
Roll of Merit : 

Fireman James McClevey, of Hook and Ladder Company No. 4, rescued Miss Elizabeth 
McCabe from the front room on the fourth floor of the burning building No. 802 Ninth avenue, at 
about 1.30 A.M. on November 25. At the time her escape was cut off, the stairway being on 
fire from the first floor to the roof, and she had made an unsuccessful attempt to escape by the 
stairs leading to the roof, and was badly burned about the head and body in making the effort. 
She then came to a window of the fourth floor and fell across the sill unconscious, her head and 
arms being outside. A ladder having been raised, which, however, was found to be too short to 
reach to the window, Fireman McClevey ran up it and succeeded in bringing Miss McCabe down in 
safety. As the room was at the time heavily charged with heat and smoke, prompt action was 
necessary, and the circumstances before related made the rescue a very dangerous and difficult one. 

Fireman John Walker, of Hook and Ladder Company No. 6, rescued a woman named Delia 
Tully from a room on the third floor of the burning building No. 220 Cherry street, on the after- 
noon of December 27. Upon the arrival of the company the fire was burning fiercely up the 
stairway from the first floor, rendering it impossible to use it. As soon as the ladder was raised 
Fireman Walker went up to the third floor and through the room into a hallway, where he heard 
a moaning sound. Crawling upon his hands and knees he came to the stairs leading to the second 
floor, and found the woman lying unconscious on the second step from the landing. While con- 
siderable fire was coming up the stairway Fireman Walker dragged the woman up onto the landing 
and carried her through the room to the window and thence down the ladder to the sidewalk. She 
was found to be severely burned about the face and hands, and had it not been for the prompt and 
brave action of Fireman Walker, she would certainly have been suffocated or burned to death. 

Assistant Foreman John J. Burns and Firemen Charles Sheridan, John Walker and James J. 
Tiernan, all of Hook and Ladder Company No. 6, rescued Louis Rosenbloom, and Philip, Fanny 
and Louis Levine, the three last named being children, from the burning building No. 83 Mott 
street, on the evening of December 29. At the time the rescue was made the escape of these per- 
sons by the stairway had been cut off by fire and smoke. When a ladder was raised in front of the 
building the officer and fireman above named ascended it to the attic floor and brought the persons 
mentioned safely down to the street. As they were about to descend the flames broke through the 
two large show-windows and door on the first floor, and but for the streams of water which were 
at that instant directed against the fire, and checked its progress, the officers and men would have 
.been forced to jump to the street. 

Notable Fires. 

January 9 ~ N 05.43 to 47 Elizabeth street, a six-story brick, iron front building, 75 x 100 feet, 
•occupied as a furniture manufactory. The fire originated on the third floor, and, extending 
throughout the building, destroyed it. It also extended to the following-described buildings, 
slightly damaging all of them save the two last, to which the damage was considerable, to wit : 

Nos. 49 and 51 Elizabeth street, furniture manufactory, six-story brick, iron front, 50x100 
feet ； Nos. 46 and 48 Elizabeth street, vinegar manufactory, six-story bnck, 50 x 100 feet ； Nos. 40 
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and 42 Elizabeth street, novelties manufactory, five-story brick, 50 x 75 feet ； No. 44 Elizabeth 
street, dwelling, five and one-half story brick, 25x75 feet ； No. 173 Canal street, window-shade 
manufactory, five-story brick, 25 x 75 feet ； Nos. 94 to 98 Mott street, shirt manufactory, six-story 
brick, iron front, 75 x 100 feet ； No. 169 Canal street, desk manufactory, five-story brick, 25 x 75 
feet. The fire required the services of 25 engines, 6 hook and ladder trucks and I water tower, 
and was brought under control in four hours. The first alarm was received at 8.07 a. m. ； at 8. 1 1 
A. M. the third alarm was sent out (the second being omitted), and was followed by the fourth at 
8.26 A. M. The fire was caused by a lighted taper and the loss was estimated at $283,450. 

February 20. Nos. 522 to 526 West Thirty-fourth street, a six-story brick building, 75 x 100 
feet, occupied as a paper manufactory. The fire originated in the basement and extending through- 
out the building, destroyed it. It also extended to the following described structures, with the 
results stated, to wit : 

Nos. 523 and 525 West Thirty-fourth street, factory, six -story brick, 50 x 100 feet, damaged 
-slightly ； No. 529 West Thirty-third street, store-house, one and one-half story frame, 20 x 30 feet, 
destroyed ； and No. 528 West Thirty-fourth street, dwelling, five-story brick, 20 x 30 feet, damaged 
•slightly by falling wall. The fire required the services of 23 engines and 6 hook and ladder trucks 
and was brought under control in about two hours and forty- two minutes. The first alarm was 
received at 4.27 a.m. ； the second was sent out at 4.37 A.M. ； the third at 4.45 A.M., and the 
fourth at 5.09 A. M. The fire was caused by the back-draught of a furnace and the loss was 
estimated at $120,200. 

February 28 — Nos. 24 and 26 Vandewater street, an eight-story brick building, 50 x 75 feet, 
occupied as a printing and publishing house. The fire originated on the seventh floor and extended 
to the eighth, slightly damaging the structure. The services of 15 engines and 5 hook and ladder 
trucks were called into requisition, and, owing to the unusual height of the building and the con- 
sequent difficulty in reaching the seat of the fire, about two hours and thirty minutes elapsed before 
it was brought under control. The first alarm was received at 6.20 A. M.， and within the space of 
thirty-five minutes thereafter second, third and fourth alarms were sent out. The cause of the 
fire was not ascertained and the estimated loss was $32,500. 

May 24 ― Nos. 133 to 137 Mulberry street, a six-story brick building, 75 x 100 feet, occupied as 
a tobacco manufactory. The fire originated on the third floor and extended through the entire 
building by way of the stairway and elevator shaft. It also extended to the followin ^-described 
buildings, which it damaged slightly, to wit : 

No. 139 Mulberry street, dwelling, five-story brick, 25 x6o feet ； and Nos. 132 to 136 Mulberry 
street, straw-board manufactory, six -story brick, 60x90 feet. The fire required the services of 24 
•engines, 6 hook and ladder trucks and i hose tower, and was brought under control in three hours 
and fifty minutes. The first alarm was received at 6.06 P. M.， the second was sent out at 6. 1 1 p. M., 
the third at 6.18 p. M., the fourth at 6.29 p. M., and the fifth at 6.38 p. m. The cause of the fire 
was not ascertained and the estimated loss was $142,285. 

June 13. 一 Nos. 10 and 12 Montgomery street, a six-story brick building, 150 by 25 feet, 
the cellar being used for stabling, the ground floor for wagons and the remaining floors as 
tailoring establishments. The fire started in the engine-room of the building, under the stairway 
on the first floor, and the flames had burst through the window over the door, caught on the board 
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Water Consumption, 

As nearly as can be estimated, 67,488,500 gallons of water were used in extinguishing fires. 

Strength of Unifermed Force 、 Number of Fires^ with Losses, Population^ Number of Buildings, 

etc,, from 1866 to 1893. 



Year. 
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1867 
x868 
1869 
1870 
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1887 

z888. 
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1890. 

tSoi. 



54 *964 796 $6,428,000 00 

54 *9i9 873 5,711,000 00 

52 592 740 4,342,000 00 

52 599 850 2,696,393 00 

52 596 " 964 2,120,21 2 00 

52 596 1,258 2,127,356 00 

52 596 1,649 2,891,818 CO 

54 651 1,470 4,022,640 00 

6斗 §712 1,355 i，430,3o6 co 

67 748 1,418 2,472,536 00 

68 747 1,382 3,851,213 00 
65 752 i，450 3,210,695 00 
65 727 1,654 1,884,505 00 

64 739 1,551 5,671,580 00 

65 748 1,783 3,183,440 00 

66 769 1,785 5,820,259 00 

67 826 2,coi 4,195,960 00 
63 895 2,169 3,5x2,848 00 

70 919 2,4c6 3,474.547 00 

71 927 2,479 3,780,283 00 
71 951 2,415 3,340,810 00 
74 960 3,929 5,585,425 00 
74 1,040 3,217 5,485,922 00 

76 1,039 2,836 4,142,777 00 

77 1,041 3,479 4,168,165 00 
79 1,072 3,938 6,959,650 00 
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6,541 81 
5,867 57 
3,172 23 

2,199 39 
1,691 06 

1.753 ^7 
2,736 48 
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1.742 67 
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3,656 72 

1.785 44 
3,260 55 
2,096 43 

1,619 37 
1,444 12 
1,528 55 

1,383 35 
1,917 28 
1,705 29 
1,460 78 
1,198 09 
1,767 31 
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* Including about 400 volunteer firemen. t Estimate based on census of 1865. 

t Estimate based on report of Department of Buildings. 

§ Annexation of territory north and east of Harlem river. II As per enumeration. 

*♦ As estimated by the Bureau of Inspection of Buildings. 

tt United States census. An enumeration made under direction of the Mayor shows the population to be 
715,721. §§ As per enumeration made in 1890. Sheds, etc., included. 
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THAN 一 






2,496 fires. 
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BUREAU OF COMBUSTIBLES. 
Operations Under the Laws Regulating the Storage of Combustibles and Explosive Materials, etc. 



Complaints of Violations, etc. 



Selling kerosene oil without license 

Chimney fires 

Hoistways found open after conclusion of business. 

Fire-hydnmts obstructed 

Lights unprotected 

Combustible material in excessive quantity 

Kerosene or naphtha, etc., in excessive quantity.. 

Fireworks, chemicals, matches, etc., kept without ) 
permit ) 

Powder, etc., improperly stored, transported, etc. 

Chimneys, flues, heating apparatus, etc., unsafe. .. 

Hay, straw, cotton, rags and other vegetable ) 
fibre stored in excessive quantity f 

Total 



Special surveys made to determine the fitness of premises for the storage of combustibles or 

explosive material 1,277 

Samples of kerosene oil collected and tested 7,877 

Money Received for Licenses and Permits Issued, Penalties Collected^ Sale of Explosives 、 etc. 

Seized, etc. 

For 4,260 kerosene oil licenses issued, at $10 $42,600 00 

For 43 powder licenses issued, at $5 215 00 

For 812 special permits issued, at $2 1,624 00 

For 13 wholesale fireworks permits issued, at $20 260 00 

For 261 retail fireworks permits issued, at $5 1,305 00 

For 24 kindling fire in street permits issued, at 50 cents 12 00 

For 125 permits to use and keep explosives in hand magazines, al $10 1,250 00 

For I permit to use and keep explosives in main magazines, at $25 25 00 

For 2 permits to sell explosives, at $25 50 00 

For 7 permits to transport explosives, at $1 7 00 

For sale of explosives seized • 15 80 



,170 

233 
8 

14 

6 

48 

6 

17 

69 
7 



,585 



13 



19 



31 

3 



.157 



1,122 
340 
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13 

47 
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18 
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Total for licenses and permits 



$47,363 «o 
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For 148 penalties for chimney fires, at $5 I740 00 

For I hoistway left open 50 00 

Total for penalties $79° 

Total received and turned over to the Relief Fund $48,153 80 



ATTORNEY TO THE DEPARTMENT. 
Violations of Law Relating to Safety oj Hotels 、 Theatres, Lodging-houses ^ etc. 



Nature op Violations. 


Pending 

Last 
Report. 


Rbcbivbd 
Since. 


Total. 


Disposed 

OP. 


Now 
Pending. 




86 


90 
483 


176 
483 


XZI 

19s 


65 
388 


86 


573 


659 


306 


353 




Violations oj Law Relating to Combustibles, etc. 


Nature of Violations. 


Pending 

Last 
Report. 


Received 
Since. 


Total. 


Disposed 

OF. 


Now 
Pending. 






16 
9 

3 

3 
2 


43 

9 

3 


43 

2 

2 


7 

12 

3 
2 


Selling percussion caps, fireworks, etc., without license 


29 


54 


83 


54 


99 





Miscellaneous Business, 



Nature. 


Pending 

Last 
Rbport. 


Rbcbivbd. 


Total. 


Disposed 

OF. 


Now 
Pending. 






«4 

3 
9 


as 
z6 


as 
8 

9 


8 

5 


Suits and proceedings to review action of Board of Fire 1 


19 


36 


55 


43 


13 
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Violation of Combustible Laws ~ 



Money Received, 



January i， 1893, on hand 



$5 00 



Received ： 

Chimney fire 

Costs 

Open hoistway ~ judgment 



67 50 



10 00 



5 00 



Paid to the Relief Fund of the Fire Department as required by law 



$87 50 



FIRE ALARM TELEGRAPH. 



During the past year the overhead circuits have all been strengthened, a large quantity of the 
wire having been taken down, which, when available, was re jointed and used again ； new poles 
have been set where necessary, and those found unsafe were either reset or replaced with sound 
ones. 

The submarine cables connecting with Blackwell*s and Randall's Islands were withdrawn for 
repairs and replaced, and, barring accidents, are now in condition for several years' service. 

All the alarm boxes north of One Hundred and Thirtieth street have been refitted with 
new circuit springs and wheels made to conform to the new station numbers adopted for that section 
of the city. 

The underground system has been extended during the year by the addition of 14 miles of 
cable containing 116^ miles of single conductor. 

Three miles of subsidiary duct were constructed by the Department, connecting 4 company 
houses, 6 school buildings and 62 street-alarm boxes. 

The system at the end of the year consisted in the following : 

86 miles of cables containing 799^ miles of single conductor ； 2i)^ miles of subsidiary duct 
constructed by the Department ； and of 59^ miles of duct furnished by the Subway Companies, 
making a total of 89 乂 miles of single duct connecting the Central Office with the following : 

382 street fire-alarm boxes, 53 apparatus companies, 5 other department buildings, 4 hospitals 
and 30 public schools. 

The underground system has furnished most satisfactory service, and the results thus far 
achieved by its use demonstrate the wisdom and necessity of extending its limits until it shall 
include the remainder of the overhead system. 

The following other work was done : 
132 miles of wire taken down. 
6 miles of wire strung in repairs and extensions. 
75 new poles set. 
259 poles taken down. 

422 combination signal and lamp-posts repainted. 
14 additional street alarm-boxes put in service. 
50 fire-alarm signal locked boxes changed to the keyless pattern. 

31 lamp-posts altered to combination boxes and lamp-posts and alarm boxes attached thereto. 
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The following Bre-alarm telegraph signal boxes were in use at the end of the year ： 



Street fire-alarm boxes • < 832 

In public schools 131 

In other public institutions 27 

Special boxes in places of amusement, hotels, etc 283 



Total 1,273 



Of the street alarm boxes, 5 14 are of the keyless-door pattern. 

During the coming year it is contemplated to place keyless doors upon all the remaining fire- 
alarm boxes in the city south of One Hundred and Thirtieth street not heretofore provided for, 
which is a very necessary and desirable improvement. For this purpose the sum of $4,000 has 
been set apart. 

It is also contemplated to place durable and conspicuous signs upon the lamp-posts at each 
street intersection south of One Hundred and Thirtieth street, at which no fire-alarm box is 
located, showing upon them the location of the nearest fire-alarm box. Samples of these signs 
have, with the consent of the Department of Public Works, been placed in various locations along 
the line of Broadway. It is believed that they furnish the simplest, most inexpensive and. best 
directions as to the location of the fire alarm boxes. It is proposed to have the signs made of 
enameled white metal with black or blue letters upon them. The sum of $2,500 has been appro- 
priated for doing this work. 

The following table shows the number of alarms and calls received at, and transmitted from. 



the Central Office : 
First alarms from 一 

Street boxes 2,962 

Special building boxes . . . . » 14 

Automatic Signal Telegraph Company 44 

Thermostatic Signal Company 14 

3，034 

Second alarms 163 

Third alarms 73 

Fourth alarms 14 

Fifth alarms 5 

Simultaneous alarm i 

256 

Special calls for —- 

Companies 123 

Insurance patrols 99 

Ambulances 163 

Relief signals 183 

56 & 



Total alarms and calls 
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Messages transmitted 1 1,645 

Messages received io，8M 

Total V 22,479 

Notices of companies leaving quarters on verbal alarms 1,198 



The Legislature of 1892 passed an act, entitled chapter 275, creating a department of build- 
ings, amending the Consolidation Act, and adding a new section thereto creating a bureau to be 
known as the Bureau of Fire-alarm Telegraph and Electrical' Appliances in the Fire Depart- 
ment. 

Section 44 of said act enacted a new section, numbered 517^ of the Consolidation Act, 
which provided for the organization of the bureau above referred to, and specified its duties as 
follows : 

" Said bureau shall have charge of the construction, care and management of the fire-alarm 
telegraph system of said department. Said bureau is also charged with the duty of enforcing all 
the provisions of this title, and all the rules, regulations, orders and requirements made thereunder 
in regard to electrical wires, and the currents for furnishing light, heat or power for any building 
in said city, and in regard to the arrangement and use of such light, heat or power.'* 

The section further authorized and required the Board of Fire Commissioners to make rules 
and regulations in regard thereto, and provided for the enforcement of the provisions of the law 
and regulations made thereunder ； it also provided the following : 

"•The Board of Apportionment is hereby required to provide the funds necessary to carry out 
the requirements of this section for the balance of the current year, either by transfer from unex- 
pended or existing appropriations, or by issue of bonds to be paid out of the taxes Of the next year. 
Thereafter the expense herein imposed shall be provided for in the annual appropriation for said 
department." 

Immediately on the receipt of a certified copy of the act, the Board of Fire Commissioners 
applied to the Board of Estimate and Apportionment for the funds necessary to carry out the 
requirements of this section for the remainder of that year. The application contained a state- 
ment showing the need of the provisions, the plan of organization, etc. 

No action was taken by the Board of Estimate and Apportionment upon this application. 

When the Departmental Estimate for the expenses of this Department for the current year was 
made by the Commissioners, in conformity with the last clause of the section referred to (above 
quoted), a demand was made for a sufficient sum to cover the expenses of this Bureau for this 
year. 

The following explanatory statement was made at that time : 

" To properly direct and supervise the wiring and placing of electrical appliances in buildings, 
as required by the act referred to, the following will be required as specified in the estimate : 

2 General Inspectors, at $1,800 $3,600 00 

S Inspectors, at $1,200 • 9， 600 00 
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Draughtsman and Mapmaker $1,200 00 

Stenographer and Clerk 1,200 00 

Clerk ^ 1,000 00 

Messenger 75° 00 



Total $I7»350 00 



" It is proposed to divide the city into eight districts, each one under an Inspector, and to hare 
two General Inspectors to supervise their work. The Draughtsman is for the examination and 
making of plans of electrical work. All must have practical and technical knowledge and 
experience. 

" The Stenographer and Clerk and Clerk and Messenger are necessary for the proper conduct 
of the business of this Bureau. 

" It is estimated that there are more than 8,000 buildings in the city wired to furnish electricity 
for light or power, or both, and, as is well known, the number of such plants is constantly and 
rapidly increasing. During the past two and a half years 91 fires caused by defective electric 
wiring in buildings occurred, causing a loss of $228,210. 

" For the original purposes of this Bureau, the care and maintenance of the Fire-alarm Tele- 
graph, $26,945 was allowed for the current year, and for the same purposes $37,900 is called for 
in the estimate. The increase for fire-alarm telej^raph purposes is made up as follows : 



2 Additional Operators, at $1,400 $2^800 00 

Instrument Maker 1,200 00 

Foreman of Construction 1,000 00 

3 Linemen, at $900 each 2,700 00 

2 Jointers and Plumbers, at $1,000 2,000 00 

Machinist 1,100 00 



The Board of Estimate and Apportionment, however, ignored these demands, and nothing 
■was allowed for the purpose of carrying the new provisions into effect. For this reason the 
Department has been unable to enforce the law referred to. 
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SANITARY STATISTICS OF THE UNIFORMED FORCE. 

Cases of Disability. 





Number. 


Days Lost. 




536 
177 


8,747 
4,120 






713 


12,867 



Examination of candidates for appointment to the uniformed force 

Number found qualified 

Number found disqualified 



Total examined 



Deaths in the Uniformed Force, 



154 
【52 



306 



Name. 



Patrick Mead 

Edward J. Broderick. • 

George S. Searles 

Michael Herity 

Hugh T. Grinnon 

William Purdy 

James H. Monroe … • 

Daniel B. Guinan 

Maurice Flynn ,. . 

John W. Manning . . . . 

Patrick Connor 

Lawrence Murphy . • . 
John A. Robertson. • • 
Edward Lane 



Grade. 



Fireman, ist grade. 

" ist grade. 
Foreman .......... 

Fireman, 1st grade. 

" ist grade. 

Engineer 

Foreman 

Fireman, ist grade. 

" ist grade. 

" ist grade. 

" ist grade. 

Foreman 

Fireman, ist grade. 

•• ist grade. 



Company. 


Date of 
Appointment. 


Date of 
Death. 


Cause. 


Engine 


8. 


Jan. X, 1873 


Feb. 


7 


Pneumonia. 


H.&L. 


7- 


" 27, 1881 




10 


Bright's disease. 


Engine 


36. 


Nov. 15, 1874 




2Z 


Phthisis. 




37- 


" 4, 1868 


M&r. 


28 


Pneumonia. 




48. 


Aug. 27, 1884 




31 


Pneumonia. 




43- 


Dec. 17, 1885 


Apr. 


24 


Ulcer of stomach. 


H.&L. 


5- 


Oct. 16, 1865 


May 


27 


Pneumonia. 




3- 


Dec. 9, 1880 


July 


5 


Phthisis. 




XX. 


Feb. 17, " 




31 


Drowned while bathing. 




9- 


Dec. 23, z888 


Sept. 




Pneumonia. 


Engine 


45- 


Mar. 23, 1882 




23 


Blight's disease. 




47： 


July 12, 1871 


Oct. 


31 


Heart disease. 


H.&L. 


8. 


Oct. 34, 1892 


Dec. 




Phthisis. 


Engine 


26. 


Nov. 15, ZS83 




8 


Pneumonia. 



Deaths among those Relieved from Service at Fires. 



Name. 


Grade. 


Company. 


Date of 
Appoint- 
ment. 


When 

Re- 
lieved, 


Cause. 


Date 

OF 

Death. 


Cause. 




f Fireman, ist) 
\ grade j 


Engine 53 
H.&L. 13 


Mar. I 

1875. 
Aug. I 


1892. 
Dec. 10 

1890. 
July 10 


I Asthma and ) 
( deafness. . . . ) 
( Chronic bron- 1 


Mar. 31 
Nov. 26 


Bright's disease. 
Pneumonia. 
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Relieved from Service at Fires. 



Name. 


Grade. 


Company. 


Date of 
Appointment. 


Date 
When 
Rb- 

LIBVED. 


Cause. 


John Larkin 


Deputy Chief of i 
Department . . ) 

Chief of Battalion . 
Fireman, ist grade. 
" xst grade. 


Engine 33 •• 
H. &L. 14. 
Engine 15.. 
" 2.. 

" 13.. 
" 37-. 
" S3.. 
H.&L. 9.. 

Engine 22.. 
" x6.. 
" 20. . 

" 50. • 
H. &L. 19. 

" 15. 
Engine 42. . 


June 30, X887 
Oct. 30, 1865 
Nov. I, " 
Aug. I, 1873 
Oct. 13, 1865 
Mar. z6, 187 1 
Nov. 14, 1883 
May 2, x866 
Oct. xs, 1873 
" as, 1865 
" 6, " 
Feb. zi, 1876 
Apr. 21, 1873 
" I， 1878 
Sept. I, 1885 
Oct. I, 1869 
Feb I, 1873 
Oct. 16, x8$s 


Jan. 3 
" a 
'• 15 
" 15 
" 15 
Feb. z 
June I 

" T 
" » 

Oct. I 

" I 
" 1 
" T 
" I 

" T 

Dec. 1 


\ Defective vision, chronic 

throat disease. 
J Chronic bronchitis, defective 
1 vision and hearing, 
f Chronic rheumatism, defec- 
\ tive vision. 

Chronic rheumatism. 

J Chronic rheumatism and 


Robert K. Grace 

Timothy McDonald • • . 

William H. Reynolds. 
Lawrence P. Farley. • • 


Fireman, ist grade. 

Fireman, xst grade. 
" ist grade. 
" xst grade. 
" xst grade. 
" xst grade. 
" zst grade. 
" zst grade . 
" zst grade. 
" xst grade. 
'• xst grade . 


( Chronic rheumatism, stiff 
\ ankle joint, due to injury. 

Stiff ankle joint, due to injury. 
Chronic rheumatism. 
Heart disease. 
Defective vision. 
Heart disease. 

I Defective hearing and vision 
\ due to injuries to head. 

Phthisis. 
Heart disease. 

(Stiff joint due to injuries, 
\ chronic bronchitis and 
f rheumatism. 


Retired from all Service, 


Name. 


Grade. 


Company. 


Date of 
Appointment. 


Date 
When 
Retired. 


Cause. 




Fireman, ist grade. 


Engine 51. 


Oct. z6, 1873 


June zo 


Spinal troubles, due to injuries. 



APPARATUS. 
Pure hosed. 

The following new apparatus was purchased during the year : 

Five engines, four four-wheeled hose wagons and three hook and ladder trucks (see " Descrip- 
tion of Steam Fire-engines, Hose Wagons, Hook and Ladder Trucks, etc.," in another part of 
this report). 

Rebuilt. 

2 steam fire-engines. 

I hook and ladder truck. 
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28 
2 

251 

64 
15 
91 

65 
64 
II 

9 



to steam fire-engines. 

to hook and ladder trucks. 

to steam fire-engines. 

to hose tenders. 

to hose wagons. 

to hook and ladder trucks. 



REPAIR SHOP WORK. 

Extensive Repairs. 

1 8 to hose wagons. 
4 to hose tenders. 

Ordinary Repairs, 

12 to water-towers. 
15 to ftre-boats. 
88 to battalion wagons. 
48 to various wagons. 

Repairs by the Wrecking Force. 
to steam fire-engines. 13 to hose tenders, 

to hook and ladder trucks. 18 to hose wagons, 

to fire- boats. 3 to battalion wagons, 

to water tower. 

In addition to the above, a large amount of work, consisting of parts of apparatus, harness, 
etc., manufactured, and repairs, painting, etc., was done by the mechanical force. 

Inventory of Apparatus, 



Marine steam fire-engine? (Engine Companies Nos. 43, 51 and 57), 

I First size 

Second size 

\ Third size 

Fourth size 

Fifth size 



Steam fire-engines. 



Total. 



3 
41 



Hose tenders, four-wheeled 

Hose tenders, four-wheeled 一 double reel (for boat). 

Hose tenders, two-wheeled 

Hose wagons, four-wheeled 



2 
31 



Water-towers . 



Hook and ladder trucks . \ 



Turn-table, with extension ladder. . . 



Roller-frame, with extension ladder. . 



First size . 



Second size. 
First size. • . 



Second size. 



21 

7 



I Goose-neck, without extension ladder. 



Chemical fire-engines- 



Fuel 



wagons . 



Wrecking truck . 



Hand 'engines. 
Hose carriage. 
Hose jumpers. 



C^hief of Battalion wagon . 
Portable water tank 



23 



3 



22 



■ ■ I I 



'6 



'^'••^iCiPAL 



'A 



j?:F: - N':E SSANCH 
HO on 500 、♦ 



OR J 
VICE 


(.BG1STSRED 

No. 


1^5 


la 




37 




38 


8z 


43 




43 


82 


45 




46 




48 




34 


孓 2 


49 


- ― 


51 


- — 


54 


•3 


55 


— y 


56 




一 , 




58 




oy 




60 




61 




62 




63 




64 




65 




66 




68 


； 


69 




70 




72 * 




73 




74 




76 




77 




75 




79 



Whbrb Used. 



Spare. 



Eng. Co. 44. 
Spare. 
Eng. Co. 48. 
Spare. 

Eng. Co. 37. 

" 47' 
" so- 
Spare. 
Eng. Co. 10. 
Spare. 



80 



Eng. Co. 52. 

" S3* 

Spare. 
Eng. Co. 39. 
Spare. 

Eng. Co. 2. 
" 46. 
" 26. 
" 8. 



7 

4 
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Style. 



Four-wheel hose tenders. 



Four-wheel double reel boat tender. . 
Two-wheel hose tenders 



Manufacturer. 



Gleason & Bailey Mfg. Co. 



Dept. Repair Shops 



Amoskeag Mfg. Co. 



Dept. Repair Shops . 
Amoskeag Mfg. Co. . 
Dept. Repair Shops. 



Amoskeag M%. Co. . 

Allerton Mfg. Co 

Dept. Repair Shops. 



When 
Built or 
Placed 

IN 

Service. 



1888 
1888 
x888 
1889 
1889 
1889 
1889 
1889 
Z889 



1866 
1866 
1867 
x868 
1868 
1869 
1871 
1871 
1872 
1873 
Z876 
1879 
x88o 



Registered 
No. 



81 

83 

78 
84 
85 
86 

87 
83 

19 

20 
21 
12 

24 

35 
27 

28 

13 
22 

17 
XI 

7 

8 

9 

15 

2 

3 



29 
30 

36 
39 
41 



Where Used. 



Eng. Co. 7. 

IS- 
28. 
6. 
54. 
35- 
56. 
36. 

H.&L. Co. 15. 
Spare. 



Eng. Co. 16. 

" 27. 
Spare. 



Eng. Co. x8. 
Spare. 



Eng. Co. 5. 
Spare. 
Eng. Co. 3x. 
Spare. 
Eng. Co. 12. 
Spare. 
Eng. Co. 7. 
Spare. 
Eng. Co. 16. 
Spare. 
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Style. 


Manufactured. 




When 
Built or 
Placed 

IN 

Service. 


Registered 

JNO. 


Where Usrd 


rr* I 1 V , J 




1882 


44 


Spare. 






《f 




1883 


50 


Eng. Co. 13. 










1883 


53 


" 33. 










18S5 


67 


Spare. 










1886 


71 












t« D r> M o_ ^ _ 


1889 




Eng. Co. 38. 










1889 


3 


H. & L. Co. 19. 






C < 


Gleason & Bailey Mfg. Co 


1890 


3 


Eng. Co. 34, 








" 


1890 
















1890 


5 


" 14. 










1890 


6 


" 30. 










1890 


7 


" 13. 










1890 


8 


" 20. 










1890 


9 








" 33' 






1890 
1891 


II* 


Eng. Co. 19. 
Eng. Co. 41. 




T> ― 一 _ O I 








/^l _ _ _ - _ A_ T> 一 M iLJt L 一 


1891 


12 


" 5. 










1891 


13 


" x8. 










1891 


14 


" T 












1891 


15 


*' 19. 










1891 


16 


" 17. 










1891 


17 


" 16. 










1891 


18 


" 9. 










1891 


19 








" 35. 
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1892 


20 


" 13. 








" 


1892 


21 








'• 34- 






1892 


22 


" n. 










1892 


23 


" 3a. 










1892 


24 


" 3. 










1892 


25 


" 40. 








" 


1892 


26 


" 55. 










1892 


27 


" 3Z. 










1893 


28 


" 58. 










1893 














1893 


30 


" 30. 










1893 


31 


" 31. 










1883 




Spare. 






2 



4 
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Style. 


Manufacturer. 


When 
Built or 
Placed 

IN 

Sekvice. 


Registered 
No. 


Where Usrd. 






i88s 
1890 
1892 
1883 


3 


H. & L. Co. 21. 

" 3- 
Eng. Co. 7. 
Spare. 



* Formerly a supply wagon, altered at Repair Shops. 
Classified Description of Hook and Ladder Trucks. 



Style. 



0) 
N 



ISt 

zst . 

ISt 
ISt 
ISt. 

2d.. 

ISC 
zst . 

ISt . 
ISt 
ISt . 
ISt . 
ISt . 

xst . 

ISt . 

xst . 
xst • 

ISt . 
ISt . 

xst . 
zst . 
zst . 
xst . 



Turn table. 



Roller frame 



Longest Ladder. 



85 feet extension , 

85 " 

85 " 

85 " 

85 " 

75 " 

75 " 

73 " 

73 " 

73 " 

73 " 

72 " 

70 " 

70 " 
70 , " 

70 " 

70 " 

70 " 

70 " 
7。 

7。 " 

7。 " 

65 " 



Manufacturer. 



La France Fire Engine Co. 



Rumsey & Co 

Fire Extinguisher Mfg. Co. 
Dept. Repair Shops 

Fire Extinguisher M%. Co. 
Dept. Repair Shops 

Fire Extinguisher Mfg. Co. 
Dept. Repair Shops 

Gleason & Bailey Mfg. Co. 

Rumsey & Co 

Dept. Repair Shops 



WHERE Used. 



Hook and 



Ladder Co. 3 
' 12 
' 16 

' 7 
' 4 
' 14 



" 6 

Spare. 

Hook and Ladder Co. 10 

" 15 
Spare, iith Battalion. 

Hook and Ladder Co. 3 

Spare. 

Hook and Ladder Co. 23 
Spare. 

Hook and Ladder Co. 13 
" 21 
" 20 



When Built or 

Placed in Service. 


Department 

Registered No. 


1886 


30 


1886 


31 


1887 


32 


1891 


38 


1893 


42 


1888 


34 


1892 


39 


1883 


24 


1872 


28 


1879 


18 


1883 


26 


1873 


15 


1869 


6 


1871 


10 


1872 


II 


i383 


25 


1872 


9 


1872 


36 


1890 


37 


1893 


44 


1892 


40 


1892 


41 


1869 


7 



5 



u 

N 

c?5 



zst 

ISt 

xst 

ISt . 

2d . 
2d . 
3d . 
2d • 
2d . 
2d 
2d 
3d 
3d 
3d • 
5d 

3d 




Roller frame. 



Goose neck 



Four 



wheel wreck- 1 



ing truck 



Longest Ladder. 



65 feet extension . 

65 " 

6S " 

60 " 

50 " 

so " 

50 " 

SO " 

50 " 

50 " 

50 feet 

40 " 

40 " 

40 " 

30 " 

30 " 



Manufacturer. 



Dept. Repair Shops. 



Gleason & Bailey M%. Co 

Dept. Repair Shops 

Fire Extinguisher Mfg. Co. 
Dept. Repair Shops 



Fire Extinguisher Mfg. Co. 



Dept. Repair Shops . 



Dept. Repair Shops . 



HORSES. 

Number of horses on hand at last report 385 

Purchased since 51 

436 

Died 13 

Sold 18 

31 

Number on hand 405 



On Probation. 

At last report … 2i 

Received 80 

lOI 

Accepted 51 

Rejected 45 



Remaining on probation 



Where Used. 



Hook and Ladder Co. 11 
" 20 
" 18 
" 7 
" 17 

Engine Company 38. 

Hook and Ladder Co. 5. 

Engine Company 50. 

" 52. 
Hook and Ladder Co. 19 
Engine Company 48. 

" 49. 

Spare. 

" Ward's Island. 
Spare. 

" Randall's Island. 
Spare. 



9 7 2 3 6 7 o 2 9 3 1 4 3 2 5 

IXI4xa322s2 



s ulna sqA^ 



I 8 2 3 7 3 2 2 5 2 2 5 5 5 5 5 9 

8888888S888888888 
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DEPARTMENT BUILDINGS AND SITES. 

New Buildings. 

The new houses for Engine Company No. 58, at No. 81 West One Hundred and Fifteenth 
street, and Engine Company. No. 40, at No. 153 West Sixty-eighth street, reported last year as in 
course of construction, were completed. 

New Sites. 

New sites were obtained by purchase, as follows : 

On the south side of One Hundred and Fortieth street, 125 feet west of Amsterdam avenue. 
On the south side of One Hundred and Seventieth street, 95 feet east of Audubon avenue. 
On the east side of Forrest avenue, 453 feet north of New street. 
On the east side of Ogden avenue, 195 feet north of Devoe street. 

Two lots on the north side of One Hundred and Seventy-sixth street, 150 feet west of 
Washington avenue. 

On the south side of One Hundred and Fiftieth street, 200 feet west of Courtlandt avenue. 

Alterations and Repairs to Buildings. 
Extensive alterations and repairs, under contract, were made to the following buildings : 
Quarters of Engine Company No. 26， temporary quarters of Engine Company No. 31, and 

quarters of Hook and Ladder Company No. 20 and of Deputy Chief of Department. 

Very extensive repairs and alterations were made to the quarters of Engine Companies Nos. 

21, 29 and 30, and of Hook and Ladder Companies Nos. 8 and 18, and to the Headquarters 

building. 

Ordinary repairs, iuvolving various kinds of mechanical work, were also made in buildings of 
the Department, aggregating 375 different jobs of work. 

Buildings and Sites Occupied by or under Control of the Department. 

Headquarters ~ Office of Commissioners, Bureaus ― Chief of Department, Inspector of Com- 
bustibles, Fire Marshal and Fire Alarm Telegraph, and Offices of Attorney and Medical Officers, 
and School of Instruction, Nos. 157 and 159 East Sixty-seventh street, with drill yard and 
store-room in rear, extending to Sixty-eighth street. 

Night quarters, Chief of Department, No. 1 5 Great Jones street. 

Headquarters, Deputy Chief of Department (First District), No. 155 Mercer street. (Hook 
and Ladder Company No. 20 in same building, at No. 157 Mercer street.) 

Headquarters, Deputy Chief of Department (Second District), No. 165 West Twenty-ninth 
street. Engine Company No. i.) 

Repair Shops, Nos. 130 and 132 West Third street. 

Hospital and Training Stables, Nos. 133 and 135 West Ninety-ninth street. 
Bell-tower and lookout, Mount Morris Square. 

Lookout, southwest comer of Tenth street and Sixth avenue (Jefferson Market Court-house.) 
Engine Company No. 1， No. 165 West Twenty-ninth street. 

" 2， No. 530 West Forty-third street. (Fuel Depot No. 13.) 

" 3, No. 417 West Seventeenth street. (Fuel Depot No. 10.) 

" 4, Temporarily with Hook and Ladder Company No. 15, Old Slip. 
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Engine Company No. 5 

6 

8 

9 
10 

II 

12 

13 
14 

15 
16 

17 
18 

19 
20 

21 

22 

23 

25 
26 

27 
28 

29 

30 
31 
32 
33 
34 
35 
36 

37 
38 

39 

40 

41 
42 

43 

" 44, 



No. 340 East Fourteenth street. 

No. 100 Cedar street. 

No. 22 Chambers street, f 

No. 165 East Fifty-first street. 

No. 55 East Broadway. 

No. 8 Stone street. 

No. 437 East Houston street. 

No. 261 William street. 

No. 99 Wooster street. 

No. 14 East Eighteenth street. 

No. 269 Henry street. 

No. 223 East Twenty-fifth street. 

No. 91 Ludlow street. 

No. 132 West Tenth street. (Fuel Depot No. 8.) 

No. 355 West Twenty-fifth street. (Fuel Depot No. 11.) 

No. 47 Marion street. 

No. 216 East Fortieth street. 

No. 159 East Eighty-fifth street. (Fuel Depot No. 16.) 

No. 235 West Fifty-eighth street. (Fuel Depot No. 15.) 

No. 78 Morton street. (Fuel Depot No. 7.) 

No. 342 Fifth street. 

No. 220 West Thirty-seventh street. 

No. 173 Franklin street. 

No. 604 East Eleventh street. 

No. 193 Fulton street. (Hook and Ladder Company No. 10 in same 
building.) 

No. 253 Spring street.* (Fuel Depot No. 6.) 

No. 116 Leonard street. 

No. 108 John street.* 

No. 15 Great Jones street. 

No. 440 West Thirty-third street. 

No. 223 East One Hundred and Nineteenth street. 

No. 1849 Park avenue. 

No. 83 Lawrence street. 

No. 1907 Amsterdam avenue. 

No. 157 East Sixty -seventh street. (Department Headquarters and 

Hook and Ladder Company No. 16 in same building.) 
No. 1 53 (temporary quarters, No. 232) West Sixty-eighth street. 
No. 2801 North Third avenue. || 
No. 1 192 Fulton avenue. 

(Fire-boat " William F. Havemeyer ，，), foot of Grand street, East 
river. 

No. 221 East Seventy-fifth street. 
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Engine Company No. 45, No. 1 187 Tremont avenue. 

46， No. 753 Tremont avenue. * 

47, West One Hundred and Thirteenth street, 75 feet west of Amsterdam 
avenue. 

48， No. 2504 Webster avenue. 
49， Black well's Island. 

50, No. 749 East One Hundred and Sixty-sixth street. (Fuel Depot 
No. 22.) 

51, (Fire -boat " Zophar Mills ，，)， between Little Twelfth and Bloomfieid 
streets, North river. 

52， Riverdale avenue, near junction of Westchester avenue. 

53, No. 175 East One Hundred and Fourth street. (Fuel Depot No. 18.) 

54, No. 304 West Forty-seventh street. 

55, No. 173 Elm street. 

56, No. 120 West Eighty -third street. 

57, (Fire-boat " The New Yorker"), Castle Garden. 

58, No. 81 West One Hundred and Fifteenth street. 

Hook and Ladder Company No. i, No. 26 Chambers street, f 

2, No. 126 East Fiftieth street. (Fuel Depot No. 14,) 

3, No. 108 East Thirteenth street. 

4, No. 788 Eighth avenue. 

5, No. 96 Charles street. 

6, No. 77 Canal street. 

7, No. 217 East Twenty-eighth street. 
8， No. 7 North Moore street. 
9, No. 209 Elizabeth street. 

10， No. 191 Fulton street. (Engine Company No. 29 in same 
building.) 

11, No. 742 Fifth street. 

12, No. 243 West Twentieth street. 
直 3, No. 159 East Eighty-seventh street. 

14, No. 120 East One Hundred and Twenty-fifth street. 

15, Old Slip, between Water and Front streets. 
16， No. 159 East Sixty-seventh street. (Department Head- 
quarters and Engine Company No. 39 in same 
building. ) 

17, No. 589 East One Hundred and Forty -third street. (Fuel 
Depot No. 21.) 

18, No. 84 Attorney street. 

19, No. 1 183 Ogden avenue.* 

20, No. 157 Mercer street. (Fuel Depot No. 23.) 

21, No. 432 West Thirty-sixth street. 

22, No. 766 Amsterdam avenue. (Fuel Depot No. 17.) 
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Fuel Depot No. i, No. 28 Beaver street, f 
" 2, No. 5 Duane street. 

" 3, No. 304 Washington street. 

" 4, No. 180 Clinton street. 

" 5, No. 199 Chrystie street. 

" 6, (see Engine Company No. 30.) 

" 7, (see Engine Company No. 24.) 

" 8, (see Engine Company No. 18.) 

" 9, No. 106 East Thirteenth street. 

" 10， (see Engine Company No. 3.) 

" II, (see Engine Company No. 19.) 

" 12, No. 160 East Thirty-third street. 

" 13, (see Engine Company No. 2.) 

" 14， (see Hook and Ladder Company No. 2.) 

" 15, (see Engine Company No. 23.) 

" 16， (see Engine Company No. 22.) 

" 17, (see Hook and Ladder Company No. 22.) 

" 18, (see Engine Company No. 53.) 

" 19, No, 209 East One Hundred and Twenty-second street 

" 20, No. 58 Lawrence street. 

" 21, (see Hook and Ladder Company No. 17.) 

" 22， (see Engine Company No. 50.) 

" 23， No. 155 Mercer street. (See Hook and Ladder Company No. 20.) 

Storehouse, No. 20 Eldridge street. 

" No. 180 Clinton street. (Fuel Depot No. 4.) 

" No. 199 Chrystie street. (Fuel Depot No. 5.) 

" No. 1922 Lillian street (formerly Division street), near Boston road. 

" No. 160 East Thirty-third street. (Fuel Depot No. 12.) 

The locations marked thus {*) are leased by the Department ； all others are city property. The locations 
marked thus (t) are only in part occupied by the Department. At the locations marked thus (II) lots in rear or 
adjacent are leased by the Department. 

RECEIPTS AND DISBURSEMENTS OF THE RELIEF FUND, 187I-I893. 

Receipts, 



From — 



Metropolitan Fire Department Relief Fund 

Fines 

Donations 

Penalties 

Oil licenses 

Fireworks permits 



1871 TO 1893, 
INCLUSIVE. 


1893* 


Total. 


$7.340 07 




•7,340 07 


30.073 75 


84 


3a,"6 59 


11,223 ^ 


750 00 


",973 00 


13,702 60 


127 50 


13,830 xo 


743.438 00 


43,600 00 


786,038 00 


14,295 25 


1,570 00 


15.865 35 
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From 一 

Interest 

Foreign insurance tax 

Powder licenses 

Special permits 

Chimney fires 

Fire in street permits 

Sales 一 Seized combustibles 

Sales 一 Sample oils 

Excise licenses 

Absences without leave 

Special leaves 

Sales 一 Condemned horses, etc 

New York State Dairy Commission 

Permits for sale, use, etc., of explosives 

Totals 



1871 TO 1892, 
INCLUSIVE. 


1893- 


Total. 


$392.334 01 


|a7»"i 55 


$4'9»445 56 


"2.63s 73 




112,635 73 


4,895 50 


215 0：. 


5.110 50 


13,532 00 


1,624 00 


15,156 00 


7,791 SO 


750 00 


8,541 50 


82s 75 


13 CO 


837 75 


193 20 


zo 80 


304 00 


00 4^ 




oo 4' 


562,807 50 


65,565 00 


628,372 50 


1.853 16 




1,853 16 


28,067 43 


3.031 19 


31,098 62 


15,040 88 




16,6X1 09 


7,0:0 00 




7,000 00 


4.044 00 


1,332 00 


5,376 00 


$1,971,181 74 


書 148,412 OQ 


感 2,1 19,593 83 



Disbursements. 



Premium on City Bonds 

Salaries 

Expense account 

Pay of Relieved Men 

Pensions of Retired Men 

Pensions of Widows and Orphans. 



Totals. 



1871 TO 189?, 

Inclusive. 


1893. 


Total. 


-3,150 00 








18,227 3^ 






18,337 31 


13,991 66 


•6 


96 


13*998 6a 


299,264 03 


69,637 


76 


368,901 79 


549.412 20 


42,427 


67 


591,839 87 


396,293 52 


45,721 


20 


442,014 72 


$1,280,338 72 


#157,793 59 


",438,132 31 



Recapitulation. 

Receipts, June i, 1871, to December 31, 1893 

Disbursements, June i, 1871, to December 31, 1893 



December 31, 1893, Balance on hand. 



^2, 119,593 83 
1,438,132 31 

$681,461 52 



RECEIPTS AND DISBURSEMENTS OF THE NEW YORK FIRE DEPARTMENT LIFE INSURANCE FUND, 

187I TO 1893. 

Receipts. 

1871 to 1892， inclusive $282,752 87 

1893 19,102 00 



Total receipts 



$301,854 87 
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Disbursements, 



[871 to 1892, inclusive , 
【893 



,000 00 
19,000 00 



Total disbursements $298,000 00 

December 31, 1893， Balance on hand $3,854 87 

New York Fire Department Life Insurance Fund. 



Dec. 31, 1893 
Dec. 3X, 1893 



Dec. 31, 1893 



Dec. 31. X893 



Balance on hand . • • 
Receipts -" 

For assessments 



Disbursement s 一 

To widow of Michael Kirwin 

" James McCann 

" Charles Willett 

To executrix of Jacob Keiter 

To widow of Patrick Mead 

" George S. Searle 

To administrator of Edward J. Broderick. 
To widow of Michael Herity 

" Hugh T.GrinnoQ 

To administrator of John Barlce 

To widow of William Purdy 

" James H. Monroe 

" Daniel B. Guinan 

" Maurice Flyon 

•' John Coyle 

'• Paul Schuck 

To administratrix of John W. Manning . . . 

To administrator of Patrick Connor 

To widow of Lawrence Murphy 



Balance. 



♦3.75a 87 



19,109 00 



1,000 


00 


1,000 


00 


1,000 


00 


1,000 


00 


1,000 


00 


1,000 


00 


1,000 


00 


1,000 


CO 


1,00c 


00 


1,000 


00 


1,000 


00 


1,000 


00 


x,ooo 


00 


1,000 


00 


1,000 


00 


1,000 


00 


X,030 


00 


1,000 


00 


1,000 


00 



•aa,8s4 87 



19,000 00 



I3.854 87 



Very respectfully, 

JOHN J. SCANNELL, 
ANTHONY EICKHOFF, 
S. ROWLAND ROBBINS, 

Commissioners. 

John R. Shields, Assistant Secretary. 



r 



i 



4 



